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PRICE TWO CENTS 



WINTER CARNIVAL OPENS TONIGHTJN MOUNT ROYAL 

Queens Lead Gala Parade 
Ijames to Open Festival 



Red and White Revue Is Held Over 



Campus Spii'it 
Is Acclaimed 

Fred Barnu, producer-director o£ 
the Red und While Revue an- 
nounced today that owing to public 
demand, the Revue will be held 
over on Wednesday eveninc (or a 
final ihow. "This Wednesday's per- 
formance," slated Fred, "will clim- 
ax a most successful run, and will 
make Revue history. The Revue 
hai never run so lonK, and has 
never been (o happily accepted by 
the public." 

"It't most gratifyins.' the pro- 
ducer said, "to find campus spirit! 
and interest sn hicli. The rr.st re- 
ceived the news of the extra show 
enthTisiastically, and assured me 
that their final performance will 
be the best they can give." 

Mr. Barnes stated, moreover, that 
he would like to thank Dean Field- 

'house for his co-operation In al- 

^lowinz the Revue the use of Moy^c 

. Hall for this command performance. 
Critir.i in Montréal who liavc 

tteen the production have been 

,mo5t favorably impressed. 

Kric Maclean, drama critic for 

I the Standard xaid In. an Interview 

I that he frankly considered this 

.,vear'.< show to be the best McGill 
has ever turned nut In the way of 
a mu.sical comedy. 

"This year's Red and While Re- 
vue." said Herbert Whiltakcr, critic 
for The Gazette, "will be a Rreat 
juccess." 

"Ingenuity . . .sly wit. . ." effcct- 

■ive dance routines and bright num- 

hers make this year's Revue a flnc I npi i ttj | 

fhow . . ." Pat Pearce wrote In her 1 llUllClei.' JtiOCK 

review published in the Herald. ' 

The tunes in the show, written 
by Stan Martin and Roy Wolvin, 
r.re considered by these critics to 



FLAPPERS FOLLIES" 




Contest Cancelled 

Due to other rnmmltmentii nn 
Ihe part of ilation CfAt) the 
Mystery Voice contest has been 
cancclleil. 



Plumbers Elect 
New Executive 
February 2o 

The McGill Engineering Vndei 

graduate Society has announced 

that elections of a new executive President Leonard T. C. Har- 
of the .ocièty will be held on Frl-! ^rts & Science Under- 
day, February 25th. Deadline 



Harbour Galls 

A & S Society Dawson Soc. 
Nomiiiations Holds Meeting 

ReduceQuohim 



nominations 

five o'clock. 



was last Friday 



sraduaic Society issued a 
"'^Iday for nominations for 
•Mecutive positions In the 



call .10- 
Ihe cx- 



..•Krnni Our Dawsnn Office) 
Pcforr .m asfcmbly of .l.iO stud' 



society. ^p,„ J ,3 J, „jj,|„_ student Society | 



_ , „ |f^">;"lp''li''ns mu.st be in the hands j^ij „,^,, meeting since Ocl.l 

The following it a list of candid-; of Tom Adams in the Arts Build - ' 



ates for the various positions: 

President — Claude E. Howard; 
Ken C. Hague; Cy S. Bcigter. 

First vice-presiden- 1— Bill Lam- 
bert; Bob Keeier, Don Imric, and S. 
Frankowski. 

Athletics Representative — John 
Bna, Hutch Hutchison. J. F. Smith. 

Treasurer — Jeff Taylor. Harry! must, 
Filiatrault. i Year. 



Ing not later than noon,' Wcdncs- 
Cay, Mînh 2nd, 191D. . 

The condition.'; for thr.^ «»i-iou5 
positions on the executive arc as 
folows: ^ 

1. President: must be a male un- 
dergraduate of good standing in the 
Faculty of Arts & Science, and 
at present, be in his Thir;l 



Secretary —lohn Petch. George , l»t Vice-President: must be a 

tpmal<« undersraduate of good 



Piper. 

Dick Hipkin has been elected b^' 
i acclamation to the position of secr. 
I ond vice-president. \t there are any 
errors in the above list of candldi- 
ates would they,, please contact an 
lE.U.S. represehlaiive and have the 
mistake rectified. 



standing in the Faculty of Art.'t & 
Science, and must, at present be in 
her Second Year. 

3. 2nd V Ire-President: must be 
male and in his Second Year, of 
uood Manding in the Faculiv. 



14)h. I'hr Assembly had its quorum : 
at the scheduled hour ' and the 
meetinr fot. under way at 7.1S p.m. 
The entire Executive was pre- 

:rnt. Mr. George .Stephens. Pres- 
ident of the Students Executive 
Council, chaired the mectin;;. 

Alter the reading of the min- 
utes ard tt eir adoption, it was an- 
nounced that the MacDonald Choral 
Society Villi pay Dawson a visii 
on Tiirsday, March '8th, Ihe show 
being free. 

The .-imendment.s to the constitu 
I'nn werf then p.TSjcd without any 
prolonged di.'icu.s.sion They redutcn 
ihe necessary porum from 30 



"Ski Special" Tickets 
Are Still On Sale 

Jacques Tetreault stated yester- 
day that contrary to previous an- 
nouncements, ticket." for the Win- 
ter Carnival "Ski Special" leavins 
C.N.R Central Station at R.OO a.m. 
on Friday for St Sauveur will con- 
tinue lo be cold today, tomorrow 
! nr\A probably at ihc station on Fri- 
day. However only 150 tickets re- 
main, anr are expected to sell very 
quickly tncltiy. 

The train will stop at Town of Ml. 
Royal Station for any people whu 
may with to set on there. 



Sleigh Rides, 
Skiing on Hill 



Gym Display 
Attraction for 
Athletic Night 



Tonight, the McGill Winter Car- 
nival will open atop Mount Royal in 
a burst of color and light with a 
sala evening'.s outing sponlorcd by 
Ihe McGill Oulins Club. 11 will be 
an event marked by torches, fire- 
work.s, bonfires, skiing, skating and 
dancing, and is an introduction to 
the four-day winter festival. 

Proceedings arc slated to get un- 
der way at the corner of Cedar 
Ave. and Cote des Neiges at 7:4S 
p.m. where a huge bonfire will 
greet carnlvalcers. When all haye 
gathered, enthusiasts will be sup- 
plied with some 1,000 torches pre* 
pared for the occasion. 

A torch-light parade will then 
wend its way up the flare-lit Sep- 
yirntinc Road to the Park Slide, led 
by McGill'jt five a.<;pirants to the 
pn.<itinn of Carnival Queen, who 
will be drawn in a sleigh surround- 
attractions' rd by a Rroup of white-coatcd 



,\monc.st tlie fratiire 
to to be prerenled al Athletics Nightj Scarlet Key men, 



Sheila Doland looks askance al Don Wolvin as he counts "The W.-igcs 
of Sin". This bit is from the "Flapper's Follies" of the Revue. 



Cast of Play 



A big election mcetinj is In be Recording Secretary: mii.it be 
iield nil Tiuu-.'da.v. February ■24'.h in First Year and be female of good 
■Room .U of the Engineering Build- .standing in the Faculty of Arts & 
'ing at which all candidates will be Science. 

given the opportunity of presenting j s. Corri^ponding Secretary: must 
their platforms. . t be female and in her First Year, 

i Candidates are reminded Ihati r. Treasurer: mu.M be m,ile of 
I copies of their platforms and photo- 1 good ^landing and in his Third 
j graphs must be turned in by Feb- Year. 

iruary 2l5t to Fred Barton in the! 7. Two Intramural Athlflirs Rep- 

m spite of the divergent national ^"^7 in "the st^offiee 1 S^l' '''ZTr. """" 
■ . ... " . . . 1 Foster In the S.E.C. office at Daw-j^iu both be made and one Will be 

ihcid-enls have arisen, and - - " C^^^'d/t" f r PresWe.tt snd from Science and the other from 



:0 per tint of the total 
enrollment and made it possible 
for the election unrc a year to fill 
Ihe positions of Ptesidcnt and Vice- 
President:.. There were formally 



student: III in the Currie Gym tomorrow 
evening is an Innovation new to 
these sport Xestivals In the form 
of. a gym and physical education 
display. Designed to be the- dram-. 



As the procession reaches the 
slide, the official opening cere- 
mony of the 1949 McGill -WinUïr 



•.wo elections to take into accnuiil atic opener lo the event, the show 
the neeo of the now abolished \vill start at B p.m. sharp in Ihe 



highly amusing role of Strecter 
In spite of Ihe divergent nalio 
backgnpunds-iif the>cast;-ta^datc'.iio ^ -g"r,~ 



Is Aimouncetl 



he the best original numbcis yet 
heard on the McGill campus, nandy 
Phillips, author of the Daily col- 
umn, "This Column Again." says 
"Caughnawaga Too," (A featured 
riimber sung by Don Wolvin) is 
■Ihe first comedy number, so la- 
belled, that has lived up to Its des- 
cription for at least the last three 
years. 

Fred Barnes, in looking over the 
performances for the last week, 
states that any slackness which may 
have been evident when the show 
began, has been erased, and that 
Jiow it has become as fast-paced a 
production as he could wish. 

Fred himself ha.^ taken over in 
Ihe spot of a featured comedian 
who has been forced to leave tlis 
show owing to other pressin.q 
engagements. He gave his first per- 
formance last nisht and will con- 
tinue for the remaining run of the 
show. 

"Larse crowds are expected to 

attend tht next two performances, 
but good tickets are still available 
fir tho.«c who have not yet had 
the opportunity to see the product- 
ion," said Mel Dultz, business man- 
ager fcr ihe Revue. Tickets will be 
on sale (t the Central ticket office 
in the McGIU Union, and may also 



.son; 

First Vice-President are required 
i to turn in three copiés of platforms 
and photographs. Other candidates 
may turn in only two copies of 
each. 



re- 

hcrarsals have been going along ac- 
cording to schedule. 

This being the fir.^t time the 
Arena Wing of the Player.?' Club is 
___ " '' ' j to appear before the public, the en- ^^^^^ ^^^^^ 

The east for Thunder Rock, the;'!" «''°"Pj' '''^"'i'^^ considerable! . ' . • 

Player.,- Club's second major P"-; IXch wilî^^p^rnï;; en'^ti^el^'rvlKcnnedy To LcCtUre 
riuction of the current college year. ,heory of dramatic presentation to On Joumalism Todov 
was announced la.H night. Thus the audience. wii uwMSii wiiai ii i wuuj 

group of actors of the Arena Thea- • ! j^,^ Roderick Kennedv, the sec- 

Ire has a wide internatiinal back- "Q^^ Qut" To Bc ond speaker in 



summer ;chonl. 

Mr. G. Roy SorrcnI's resignation 
MS social chairman was announced, 
ns well a» a temporary appoint- 
ment of Mr. Ross Smith until 
March 9lh when an election . will 
I.e held. Nominations will close on 



main gym. 

The gym team, which has just 
recently won the ■ inlercollegiate 
championship fronl Toronto, holders 
of the crown since 1933, will lead 
off with an exhibition of barand 
ring work. Doug Marsland. coach 



Feb. 2Jlh. A motion of tiianks was' and former Dominion champion. 



Arts. They can be from any year 
iit the Faculty. 

It was pointed out that there was 
no elected athletics representative 
last year. This lack of interest re- ' 
gardlng the governing body of Ihc 
society is not good, said Harbour. 
It Is hoped that there will be suffi- 
cient nominations for each position. 



parsed lo Mr. Sorrentri e:<pre3sing 
the appreciation of the Student for 
the excellent work he hts done. 



ground. .Members of the cast liail 



the current series 

... ...r u.,.-.. ..n.. pr n c;|_, _:-f„, of Dally lectures, will speak lombr- 

fiom as widely-separated points as dnOWtl DV Mim JOCiety . tt 1 m n . 

... J «ui Ti,- c„„i ... . ' row in the Union New Room at 

Athens and Chicago. The Film Society présent,, a^ 

Heading the ca.st Is Trevor showing of the Briti.sh Film Oddi 
Grpves. who plays the p.irt of Man Out on Monday, February 21 ^-^-^ 
Charleston Trevor has had a wide I in Room 350 Bio. Bldg. at 8 p.m. 
variety of acting experience in This J. Arthur Rank film was 
England as well as in Canada, ha v- voted one of the best moving, ple- 
ins appeared In several radio tures of 1947. 

shows for the BBC. George Andro- 1 The cast Is headed by .Tiinies 



one o'clock. Mr. Kennedy, wh 

and editor-in-chief of the 
Family Herald and Weekly Star, 
will deliver a 1.^ minute talk on 
"Free Lance Writing" after which 



!iMasked Ball 
^J! To Be Held 
In Ballroom 



there will be a question period. I on Feb. 25lh in the Union Ball- 
Thesp lectures, while organized ,.oom will be Ihc scene of the An- 
medus. who came from Greece two Ma.son, Robert Newton Kathl('en :i" ''"'>''ily for Dally staff, arc opcnjnuai Mardi Gras Ball. This event 
years nso to learn to speak English.j Ryap a„d Griffith Jones. Directed!'" anyone on Ihc campus who is.i, gpohsorcd by La Société Fran- 
interested in journalism. They arc Lalse and the Cosmo Club and the 



Reduced Rates For 
Students Announced 

Rcrtuccd rates for students who 
wish to spend the summer In Eu- 
rope were announced by Gilles 
Trahan. chairman of McGill NF- 
CUS. Arrangements have been 
made with Trans-Canada Airlines 
to charter exclusive student planes 
which will leave Canada shortly 
after the academic session and re- 
turn in good time^or Ihc follow- 
ing term. The original fare of Sfi04 
h.T been decre.Tsed lo %^2h. This 



Carnival Continues 
As Planned*. 

"Nothing short of an. atomic 
explosion will stop Ihe Carnival 
tonight". ' U'ilh this announce- 
ment John Dobson late last night 
put an end lo any fears that the 
.Night on Mount Re.val might not 
come off according to plan. 

"PlaiM have been made for tha 
entertainment of the crowds and 
nothing ran slop the Carnival 
now that It Is under way," he 
added. 



'.''ill perform on the parallel bars 
nbty assisted by Frank Barrett, onc-i 
limé intercollegiate champ in this I 
field.' • 

Alan Pavio, who has brought 
honour to McGill by winning the 
title of "Mr. Canada of 1B4D" will 
do a stationary routine on the fly- 
ing rings which won him first place' 

in the intercollegiate champion-' 

ships. Clair Buckley will help outj Carnival will take place. Principal 
here with some flying rink work. Jsmes will cut the ceremonial rib- 
Don Cochrane and Marcel Nadeaujbon and the Carnival will be 
v/ill swing from the high bar. I launched on a ceaseless round of 

nut-door' and indoor activities, all 



This was In answer lo queries 
on the campas as to whether un- 
favorable weather conditions 
wottd affect tonight's opening. 
The answer Is ''Nel". 



In second spot on the bill i.s a 
r.cmoi;.sti ;.l ion put on by the School 
of Phxfieil Education. The girls of 
Ihe department are to appear first 
in a synchronized springboard 
,, , , . 'lumber over iwo pommel horses' 

rate 1., only slightly above the cost i„,^„j,„t ,„ experiment m 



bas lakcn the role of Dr. Kurtz. njy Carol Reed. 
The femaU; parts arc all taken by| ^he story is set in Dublin Ire- 



local girl.s— Elisabeth Sifton. who 
r'.ays Mclanie. Martha McGrath,' 



land. An escaped convict plans a 
bank robbery, and is shot while 



n"î," ""k, m '''if\'^"!'K:l»"V«"S building. The police 

and Mollie Rosenblatt, who has thel ,, j u. 

role of Mrs. Kurtz.^ | """"" 

The international aspect comes inl*!'^.*"'^.'^ wounded man is refused 



Pcain with Austin Caverhill. whose!^';^^"",'^^ '"=,"f^' °"<= »he 

other, for fear of implication. He 

is finally surrounded, very near 

death, in the public gigggf 



home town was London. Austin has 
the Cockney role of Mr. Briggs. 
Fred Barnes, a Chicagoan, plays the 
part of Inspector Planning. Mary 
Meirowltz who has the ro.le of 
Nonny, comes from Newton, Mass., 
while his teammate. Bill Nicholls. 
comes ntrom Syracuse. Bill is play- 



be purchased at the doeir in Moyse|i„g part of Ca.ssidy. Clark New 



Hall 



ton, another American, has the 



designed lo complement the prac' 
tical experience gainced by writ- 
ing for the Daily. 

.Mr. Kennedy has decided lo lim- 
it his talk lo IS minute, going on 
theory that no one learns about 
writing by listening to lectures, al- 
though they may hear several ideas 
which help them in the practical 
phase of their work. 



Youl* Roving Reporter 



...AT QUEENS 
By Gerald N. F. Chorness 



Hillel Hears Prof essor Qnastel; 

Mo 

Speak on Science Research 



Hillel House, on Monday, Feb. 
IS. played host to Prof. Quastel of 
the Biochemistry Department at 
McGill. who delivered an informal. 



As Prof. 

"arcidenls" 
"theories", 
with pic.^s 



talk on "The Trends in Scientific when he found that sugar, added to 



Research." 

In an historical review of sci- 
entific research, the professor il- 
lustrated the link between trend 
and development in this field by 
citing a few examples of outstand- 
ing scientists, their achievements, 
and -how thehr discoveries could 
mould or arouse new'developments 
in successive workers. 

Running through the age-old con- 
ception of the "vitjl force" In the 
human make-up. Prof. Quastel 



came 
leur had 



Next^ to Queens, McGill is pass- 
e." was the comment of Bob 
Montgomery, B.A. 2. The reason for 
this sacrilegious comment was the 
f.ict that the candidate was being In- 
terviewed, not al McGill but nt the 
; University of Queens .it King'ton, 
Quastel emphasized., Onl. Yes. this week Your Roving 
ciirilri and did disrupt ' Reporter roved out In thai college 
as Buckner, working . to ask the qucflipii "What do you 
ed yra.'t. discovered think of McGllir Tilè above is one 
of thé answers. 

Queens, by Ihe way, is- a smaller 
university than McGill. 'it has a 
student enrollment of about 5,000. 
of which, from what I was able to 
gather, over two-thirds are male. 
The buildings arc .ill of gray lime- 
stone and their Union is really a 
place of beauty. One thing that 
surprised this reporter is the fact 
that the «Commerce course at 
Queens is reportedly' much harder 
than either the Arts or Science 
courses. However.' to continue with 
the column: 

Pete Cranston. Med. 1, had this lo 
say: "What McGill needs is female 
and thus, the trend lo- ! cheer leaders, a new hockey team. 

I - - • of rcientific'j (Ed. Note: The last time McGill and 

research ("like having .a group of.| Queen's played - hockey together 



the yeast, was actually fermented, 
—a discovery that almost contra- 
dicted the findings of Pasteur, and 
bacteria, and' this in turn led to 
the discovery of the important 
enzyme. Finally, after many years, 
the science of Biochemistry emerg- 
ed, stretching its tentacles into 
such departments as Genetics, Med- 
icine, and the new field of Compet- 
itive Inhibition where molecules 
were pitted against each other to 
produce certain results; 



Committee Chairmen have an- 
nounced that plans arc under way 
to make this a big event. 

In many parts of the world Mardi 
Gras b an occasion of great cele- 
bration and colorful pageantry and 
the history of these "Mask palls" 
dates back 'many years. It is - In 
keeping with this tradition, a na- 
tional tradition in France, that the 
Société Francise plans this gala 
event. 

The Union Ballroom will be West 
colourfully decorated for this occa- 
sion and the Reading Room has also 
been acquired for the overflow.' or 
for the more conservative member.^ 
of society. 

Co.'.liimo.^ are tlie order of 
day but tliis doe.s not moan 



of boat travel. 

Plans are being made to estab- 
lish a central travel bureau, where 
students may obtain passports, ex- 
change money, as well as informa- 
tion concerning the cost of living, 
hotel and food conditions, and 
places of special interest' in Eu- 
rope. ' 

In order that this project may 
be carried but. and with success. 
It is esential that a sufficient num- 
ber of students take advantage of 
this opportunity. Interested per- 
sons should contact Gilles Trahan, 
NFCUS Chairman, 690 Sherbrooke 



Music win be provided by Romeo 
Duhamel's orchestra and the music 
wilt' be piped Into Mhe Reading 

itonin where d;incing will lake 
the place :ilso. Refreshments will bc 
lliat provideii and punch will be ^erv- 



Med. 1, added, "McGllI is belter 
than Toronto." Fete disagreed: 

I'll tell you a 'Story." said Don 
Praser, B.Se. I, when he was ap-j,i,g e.\pen..^ive co.stumes are cd. .\ .small number of tables will 

he criterion by which the winners be set up in one end of Ihe Ball 
will be judged. In fact,, originality Room and cokes and gingerale will 
will play a great part and any- be there for those who. require 11. 
thing— wIlA reason — crepe paper 1 Tickets will bc on sale at Ihe 
etc, will be acceptable. ' iTuck Shop at 2 p.m. today. 



t'hthymiMl gymnastic movemenli. 

Imn'ed'dlely following. Ihe men 
of the Department will display an 
e.\cerpt from their "Gymkhana" 
show, which was so successful last 
year. lil!cd "Crossfire," the event 
will fcatute men vaulting alternat- 
ely from two springboards over the 
iame pommel horse. This, along 
with the unusual lighting effects 
to be provided, will work up slow- 
ly to form a sudden, dynamic 
clima?: to tlie show. 

Tickets for Athletics Night will 
be on sale at the door and are pre- 
sently being sold in all major 
campus , buildings and in Eaton's 
Sports Shop. 



I' 



. , . , All in all, concluded the speaker, 

pointed out how it followed that 1 scientific development had been 
scientists attempted to recreate „pid. but was due more to indivi- 
those "vital factors" in the mecli,iii- ti,.,,-,! rfforl 
ical atmosphere of a laboriiloiy. ward centralization 
and how the f.icl o( • synlhr.';!.'; ' lie 

the turning point. As Pas- primma donnas, logcther") was not ' the former defeatecl the jqttcr 10-4) 
only through a healthy one. Independence, free- and even more Important a new 
lynlhesis could lho#c factors mak- Aom of thought and work, even she-male puck .'quad. Their <pnri. 

tag up Ih. Ilviiu tell be produc- isolation, had worked in Ihc past, , carnival is very fine though." To Queen'., students. "Next to Queen't 
«« completely outside that cell land would so in the futur». ' I this his eomoanion nlev n««««.« 1 ^ 



proached while eating in their 
spacious Union. "Once upon a lime 
a man advertised for an assistant 
. . . Ihc man lo be a Varsity grad 
or the equivalent. The . reply he 
received read, 'What do you mean 
by a Varsity grad or the equival- 
ent?— 2 McGiU men or 1 Queen's 
man part time!!'" 

Joseph Heller, B.A. 4 complained 
that "McGill would be much nicer 
if all the buildings looked alike as 
they do at Queen's." 

In a more serious view L. Reed, 
ArU 4, tMd me the foUowing: "Here 
at Queen ■ the students are more 
apt to look we»t .than east.. For 
example much 'more. Interest was 
shown in the Toronto football week- 
end than that of McGill. Also," he 
continued, "most of us here labor 
under the illusion that McGill is 
an extremely wealthy institution." 

Norm Olieberman, Com. 3. thought 
for a,whlle on all he; knew about 
McGlll and finally came, out with. 
"Doug Heron is a really fine hockey 
player." 

Max Cnhrn summed up wYiM 
^eem? lo be Ihc opinion of mo."-! 



NOTICE 

Hie UnlverHlty has rancelird 7ll 
lectures and laboratory periodi In 
Montreal and at Dawson College 
on Friday and Saturday, the IRth 
and 19lh of February 1949. 

T, H. Matthews 
Registrar 

ISIh February l!)t9t 



A Smelly Business 




touched with that carefree spirit 
that is omnipresent at all such 
festive evepls. 

FoUowinï tlie opening, a sigantie 
display of fireworks will ensue. 
! Hundreds of dollars have been 
spent nn fireworks and the show 
promises to be one of the- high- 
lights of the evening and one of 
the biggest such displays witnessed 
m Montreal. The newly re-organ- 
ized McGill band will provide suit* 
able fanfares and selections 
t.nroughout celestial spectacle. 

Crystal Beaver Lake, shining 
resplendantly In the light of bon- 
fires, torches and flares will be 
cleaned and iced for skating to 
music. Half hour sleigh rides will 
bc conducted from the slide around 
the mountain for 2Sc-^the only 
charge of the evening. For those 
who prefer to try the hovelty'ot 
skiing at night, the ski tow will be 
in operation on the lighted Park 
Kill. 

The Chalet, overlooking the gay 
lights of metropolitan Montreal,' 
will provide an escape from all its 
v.orries. Its interior will be decorat- 
ed in appropri/ite carnival style, 
and arrangemenls for dancing, 
riiecking clothes, skis and skates 
have been made. 

It Is not often that Montreal has 
the opportunity of witnessing a 
spectacle so reminiscent of old 
French voyageur days, when all 
of the towns hard:^ cititens, left 
their daily tasks for a brief respite 
ur le Mont Royal." Yet Montreal 
) stilf an ideal situation for such 
cn event and an effort is made by 
McGill and the City to revive this 
tradition of years gone by. It is 
being stressed by the Carnival Com- 
mittee that this is not an evening 
for McGill students only. Rather 
it is an event to which the public 
is cordially Invited, even if it is 
not to take part in the activities 
but only .to watch them. 



I this his companion Bick Donovan, ' UcGili is a great university .■• 



.•\bnve I.S shown the remedy devL^ed by Ihe engi- 
iicerins students to combat Ihe sn-rallrd wiseiiack.s 
of acimr of Ihrir professor.^, 'Ilii.': sitiLilinn has been 
brought about by the fact that of laic ilir .«ilu.-'iinn 
has been deteriorating , rapidly and there was a 
danger of complete annihilation of the engineering 



student body 
I'hi.s left the sluHenl.» roncernrd uilh Ihe only 
method availabl'- and In d.it:» il ha.; been operating 
so successfully that tlicy are now in a position to 
protect themselves in the future. 



FINE ARTS 

An exhibition of drawings by 
Arthur Lijmer R.C.A. is currently 
in view in the School of Architec- 
ture building. Dr. Lismer.-'who is a 
profe.s.sor in the Fine Arts Depart- 
ment, did these drawings while hi 
the Onlatlo north country in tha 
ipa.st two Dummei's. The exhibition 
I will be on for t.vo weeks and the 
building is open from nine to six. 
•Everyone is cordially invited. 



PAGE T 0 



M cGl LL DAILY 



Montreal. Wcfiiicsriny, Fclirunry Ifi, 1949 



mm 




Eastern Regional Headquarters, Canadian University Press 

* ♦ * , 

Publiihad every week-day durins the coUeie year by the Undeririduxtet of McGlil 
. ' University at 690 Sherbrooke St.< West Telephone: LAncaster 2244. 
(Authorized as second clau mall. Post ORIce of Canada) 

— , — . 

Opinions sspreued below are (hose of the Manactns Beard of The McGiU Dally ant 
net the official opinieni of the Stndenla' Society. 

♦ ♦ 

FiED Clemav Editor-in-Cliief Ced O'Donnbll News Editor 

Clyde Kekkedy Managing Editor Hy , Pearl Sports Editor 

M. E. BcAsLcY .... Advertising Manager Jacob Siskikd .'. ;.' Features Editor 



NKWS rEATURE» SPOHTS 

Aisllt Edltori Bernle Cooper, BdMor... ...^etty SInelali ;i,5|,t Eii\OT Urrjr G«rmilM 

Chief sua Writer. ...i Sid rddman 



JWèWihCil Jl Arnold Lowtrv AiiUUnt Editors. 
m»7Miwi{i....P«isy Benlannln Slnclslr. 



Randy PlilUlpi. 



Womsn'e-'edflor;f.....P»fSy Benlan|»ln J-aier sincisir. Sy Yutn. „„™^.. 

C.O.P. Editor.. .....Buii.Ann Sumlier SU» ArUit Cordon Keanis Wnwos Editor Barbara WaUon 

Ubrartan Doreen Falnn*» Photo Editor Peler Halt Auiit Man. Ed Irvias SImmi 

Oawsun Editor Alex Meyers 

PHOTOGBAPHERS: Don Burns, David Floycr, Joan Sheppard. Casey and Bob Little. 



IN CHARGE or THIS ISSUE 
NEWS FEATURES SPORTS 
nanoch Rnrdsn Emily HIek Art Gottmsn 
ASSISTANT DESK ' EDITORS: Rosemary Gravina, Mike Sharratl. REPORTERS: Sally Scott, AI Halperin. 
COPT BOY; Art Bronstein. . 



CARNIVAL OF FUN 

other nations a ciiance to study liere, tlie oppor- 
tunity to léarn something of our way of life, we 
are building up a group of individuals who will 
be a vital force in the îtruggle for world peacp. 

Evrry «liirlrnt at llie Univn-'ity of .Manitciha 
is a niciubcr of the inlcrnational student body, 
ami as such has an obligation to fulfill. This 
obligation is to support tlic TS.S drive for funds 
(o the extent of his ability. Further, to give his 
donation not in the sense of charity, or grudg- 
ingly, but in the knowledge that lie is fulfilling 
his duty to himself and the cause for world 
peace. 

They can be certain that Ihcyarc not alone 

in fliis stnipcir. Tlir stiuirnts of Pliiropc despite 
(iieir material poverty have during the |>ast year 
collected large sums for the purpose of inter- 
national student relief. 



The following editorial is reprinted from The 
Manitoba, student newspaper of the University 
of Manitoba: 

Hnvinç helped in the fichi to rebuild the 
world after the destruction raiised by the war, 
the International Student .Service now (tuns lo a 
more vast and more fiindainental ?lrii'j:'.:le: the 
battle to free inen"s minds from the shackles of 
ignorance, fear, and distni-st. 

In the niidsl of the ideological war tlial 
threatens to split the peoples of the wfirld prr- 
mnncnlly, flie sttidents of the world, and e.'pcei- 
ally Caiinila, are mnv preparinp to fulfill the 
obligntitms that attach (o their positions as Uni- 
versity students. 

• 

By setting up a mechanism for the free 

e.M'hanfie of idea?, tliry are ntleniptin? to 

smash the ideological iron curtain, to break 

down the artificial barriers of national boun- 
daries, jiolilical beliefs, and d^!u^inn^ of 

racial superiority. This mechaniMii is a 

system of scholarship.^ for displaced persons 

nmi rxeii.incc «tudrnli. 
A free c.vclianjie of idea; is one of the ab-olutc 
ncrc.isitics for permanent world peace. Inter- 
national ro-operation pofliiIate« that every 

naliorv knows something of the aims and idea? i judged by the manner in which we support the 
of other no tinns.i4\Vh@at#èt{;ivc the. students nfi ISS:eampaigti!VHi^ 



FREEDOM 

By Rosemary Grdvlnq 



Freedom Is » noble woman who has known ^ufTcring. but whose 
gentle touch eharm.5 fear from the eye;, of children. Freedom is Ihe 
lifihl which dispels the shadows of famine. Freedom is covered with 
Ihe blood of dead men. "Freedom Is a hard bought tiling." Freedom 
burns with a small flame under the Arch of Triumph. Freedom aings 
in the music of Iree men o( all ases. Freedom lives In the prayers 
of men whose names are forgotten but whose words live on in the 
greatest book at all. 

Freedom dwells in all these things and iii many more. It Is the 
eternal cause of right against wrong. It gleamed in the star of the 
Wise Men. It gives men the courage to leave their homes and find 
new lands. It symbolizes the ovcrla.'iting slrusglc of man against 
tyranny. It la shown to men In myriad ways. It is in the "glad nnimal 
movements" of children. It is in the surge of the sea, and in the 
movement of the stars. It is in the right of an old womaii to go to 
church on Sunday— in .the right of a black man to cast his vote. It 
is in the daily bread of every man. It breathes in the roar of - the 
nation's press. Freedom is in the thunder of an avalanche-;in''. the 
vesper song of a nightingale. Freedom L« the shining idéal which 
God has bid men follow to the end of time. 



Chit Chat 

By "Winnie" 



By -WINNIE ' 



From the Union-McGill . . .Fred 
Cleman received an acceptance 
from U. of Pennsylvania . . . sev- 
eral students discovered crawling 

into the Algiers, disguised a.<! Com- 
mercemcn (before the raid) . . . 



Ihe Harold edition and having it 
fail through . . . cerUin L.P,P, 
member, a Mr. H., lost $7 in bridge 
and paid off with a capitalistic 

utensil — a chcqiir . . . Many j 
happy amateur pianists finding the 



several Elite; plus Jack Citipeauilo.st chord on the neurotic Union 



ate the cafelcria food the other 
night and decided to donate sa.'S,- 
0(10 for improvements in the Uni- 
on .. . 

. . . "Bitter Sweets" to the Fea- 
tures staff for working so hard on 



Arena Wing 

and 
Thunder Rock 



part of acllng, — the actor'.s con- 
tact with hi.-i audience, — to the 
fore, Ihe Arena Theatre Is so dC' 
signed that Ihe players are com 



SMASH THE IRON CURTAIN 



Thus we feel certain that lliroiiplioul the 
world there is still a vast reserve of poodwill and 
desire for peace. Wc now have the opportunity 
to show how miirli real meaning lies behind our 
declarations that we also desire peace. Our will- 
int'iiess to destroy the "iron curtain" that keeps 

u> from knowinc our fellow sitirlents, will be pietely surrounded by the onlook- 
ers, who can thus regard them as 
a real people, rather than figures 
on a brightly-lit stage. 

Arena acting thu.s lends itself 
lo the Taos,t informal of settings, 
for the aUentlon of Ihe audience 
is directed upon the players, not 
the stage, its props and lighting- 



Piano . . . wonder whose dog sits 
on Dr. James* Economic class — 
and will it set a BCom? . . . 
there is a possibility that a new 
Kearns has been found In the form 
of ED REID . . . R. S. asking (lake 
it from) Eve what she had that 
she wanted everyone to take? . . . 
SUPPORT THE ISS 
From the Confederacy>Dawsan 
. . . The St. Bernard, Betty, en- 
tered as Carnival Queen is hinted 
to be a HOMO SAPIENS . . . . 
WOOF WOOF ... a publicity 
lisent was overheard stating that 
the n. & W. was so good that he 
wouldn't give free tickets to his 
best friend ... A Greek PC. when 

, . asked why he was wearing a red 
of bringing the most important ^^j^^,^^ ^ p^„. 




The Areiia Wing of the McGill 
University Players* Club was form- 
ed last October as a part of the 
club's Workshop. With Ihe Idea 



The sàcond MiCiill Winter (■arni\al o|l('n^ 
foniplit with a spirited torcli-lislit paiadr up a 
flarr-lil Serpentine Hoad to the Park .Slide, \\ illi 
an rsliiiiatcd liitmsaiid lori'li bearer? leadinp the 
way, it will be a colorful n|)ening for four days 
of real carnival spirit. 

The carnival ronimittce has staled emphatic- 
ally that the spirit of the opening night will not 
be dimini.--liefl a hit by the damp weather which 
virtually flooded Montreal's .-trccts yesterday. 

Following the pararle to llir lop of .Mfninl 
Royal, one of the bipccfl fireworks (ii>plays 
ever to be ftajcd in Montreal will open the 
fvenins's fun. Torches, flares and bonfires will 
lipht Beaver I>ake for skating while the ski tow 
will be in operation. 

E.vccpt for the odd bit of rxriteinrnt over ! rent of Quebec winter days long gone by." 
matters political, Ihe campus has been fairly I C. K. 



i|uiel since the colorful football parade last fall. 
The real campus spirit promises to burst into 

life once more tonisiit with a propram which is ! As such. It provides excellent train- 
prnctically all free, and is open to students andjing for the .-ictors, and at the same 
I lie iitiblie alike. 

.Students who may be less hardy souls than 
members of the MtGill Outing Club will find 
plenty of shelter in the Chalet overlooking the 
twinklinp lipids of the city, at the clubhouse of 
the I'ark l^lide and at a special concession sol up 
at Beaver Lake. 

The evcnint: will be climaxed by dancing al 
both the Clubhouse and the Chalet.* As the 
carnival committee has pointed out, the openinp 
evening of the four day carnival "has the flavor 
of a true 'voyaectir' winter spectacle, reminis- 



time it gives the onlookers great- 
er opportunities for observation 
and the .sense that they, too, are 
involved in what is going on before 
them. 

"Thunder Rock", which will be 
performed from Tuesday March 1st 
toSaturday, March 5th, in tbo Ball- 
room of the Students* Union, 690 

Sherbrooke St. W., is the first ma- 
jor production of the ,\rcna Wing 
al McGill. The Wing's fir.M rhow, 
"Hello Out There" aroused great 



LEHERS TO THE EDITOR 



The Editor, 

McGill Daily. 
To whom it may concern: 

Those who have recovered from 
the Plumber.i' Ball may remember 
the hydro development display of 
Civil '4!>. Perhaps someone will 
also remember the gratifying sense 
cf power experienced through up- 
rooting treesttitransmission towers, 
and even a' bÂdge, 

If, however, the incident is still 
hazy in his (or her) mind, and he 
(or she) finds himself (or herself) 
in possession of an unexplained 
bridge, we would be very grateful 
if It was returned to Mr. Barton's 
office In the Engineering Bui!ding. 



We had a lot of fun building this a 
display. Please return the bridge 
sc we can hâve more fun rebuild* 
ing it. 



Signed; 

J. W. Clarke 
W. T. Clarke 
Jim Stevens 
Guy Mantha 
Pierre Ostiguy 
' Civil '49. 

Qtar Sir. 

We would like to congratulate 
you on your innovation of a new 
brand of humour in Thursday's 
Daily. The ads were hilariously 
funny, and (maybe because it was 



V and different idea) 
Daily's disappeared taster than 
usual. Wc saw a lot of other stud- 
ents enjoying the satire as well as 
ourselves, so . . . bouquets to your 
riever cartoonist and all those re- 
sponsible and please let's havo 
more of it! 
Bsverley Norton B.A. 2. 
L. W Kersey B.A. 2.' 
Arch Miller B.A. 2. 
Mary Lou Reoch B.A. 2. 
Warren Geib Grad 
Colleen Matthews B.A. 3. 
Genevieve Cabana B.A. 3. 
Pamela Cook B.A. 2. 
Mirian. Hobitaille B.A. 2. 
Rusrell McGiUwray B..*>. 2. 



interest among local dramatic 
groups and earned for itself hearty 
plaudits from the press. That 
play, however, was merely an ex- 
periment. From the experience 
gained in producing it. Director 
th,,; Eugene Jous-^e and the cast of 
"Thunder Rock" are now devot- 
ing themselves to a full scale pro- 
duction, the first of its kind ever 
to be undertaken in Montreal. 

The most satisfactory type of 
direction for such a production 
calls for two directors who wander 
about the acting area checking the 
positions and mannerisms of the 
aclors. Apart from the usefulness 
of such a plan, however, is the fact 
that it provides training for an 
assistant director and thus ensures 
that there will always be persons 
capable of providing efficient di- 
rection /for future productions of 
thf Arena Wing, . ■ r' i , j ■ , 



grcssive Conservative . . . Feb. 23, 
Hillel Oancc, ftirls to be brought 
out . . . Bob Little's Bowling Rec- 
ord still unbroken ... a prc-mcrt 
student fainted while viewing a 
Med. Society film on Surgery . . . 
SUPPORT THE I S S 

P. S. Dawson matches its CON- 
SOMME MADELAINE against 
UNION COFFEE anytime. 

BONERS OF THE WEEK . . . 
Hugh Taschereau misspelt in the 
Dally' as Hugh Hashercau, and he 
on the Review Chorus Line. . TUT 
TUT. . .'. Radio Workshop CKVL 
story mixed up with a Book Re- 
view on "The Tax Dodgers.' 

A THOUGHT . . Wonder .what 
Jack in the Box working for? the 
Daily, killed the'movie reviews. 

MOVIE COMMENT ... "A SONG 
IS BORN" starring Danny Kaye. 
should have died at birth. 

MVSTERY VOICE . . Heard whis- 
pers and reverberations that the 
voice is that of a famous McGill 
Football Hero — But I could be 
wrong. . . VALE. . , 



Toil-End Charlie 




CONTRACT BRIDGE 

by Sam Gold 



Careful, even meticulous count- 
ing of available tricks should al- 
way be undertaken when dummy 
is exposed and before play to the 
first trick. Seasoned players study 
dummy, and take a little time be- 
fore playing their first card, but 
thereafter, with a plan formulated, 
the hand can generally be rolled 
off very quickly. 

Today's deal IllusUratcd a plan 
of establishing a iidt 'suit before 
drawing all outstanding trumps. 
If declarer draws trump prematu- 
rely, the hand is lost With correct 
defense. 
West dealer. 
None vulnerable, 
Rubbeir Bridge. 

NORTH 
. S. J S 7 6 2 
H. I 7 4 2 
D. A J B 
C. K 

WEST EAST 
K Q 8 ». 10 I 

J 10 H. 9 S 2 



I. 

D.' 10 7 S 



C. 



Comes the WInftr Carnival, we're damn well going iWc^t 
^_ to change places, or I'm going South! [pSlS 



D. Q--9 « 4 

JSS31 C. AQP« 
SOITTH 
S. , A 4 .1 
II. A K Q ff 
D. K B 2 
C. in" 7 ■! 

North East South 

Pass Pau I heart 

S hearts Pass 4 hearts 



CanadtanMusicians 
Give Concert Here 



Harry Adaskln. Canadian violin- 
ist, and his wife, Frances Marr. 
pianist, will give a lecture-recital 
In Moyse Hall ' on /Thursday, Feb- 
niary 17, The programme will fea- 
tlire a Violin Concerto by Beetho- 
ven and music of modern com- 
posers. The concert begins at 8.30, 
•md admission will be free. 

Mr. Adaskln Is head of the Cnn- 
tervatory of Music at U.B.C, He has 
Etudlcd at the Conservatories in 
Paris, Tbront« and Chicago, and 
was an instructor of music in Tor- 
onto. He spent 15 years with the 
Hart House String Quartet, and 
tnivelled all over the world with 
Ihem. For several years Mr. Adas- 
kin was intermission commentator 
for the New York Philhormonic! 
Orchestra. At present he does Sun 
fConliiiued on Page 4.} 



North's double raise is correct 
after the original pass. HearU fit 
und it would be dilty-i^llying to 
mention spades. Further, if not 

crowded, the opponenU may find ;l?.^.."'=.".i^\'!^.^'=.'',';'^^^:"'l'„"'!?:?, 
a good save in one of the minors. 



played since the opponents can win 
the third club trick by foring dum- 
my when on 'lead with their first 
spade trick. Accordingly only one 
or two rounds of hearts arc played 



South contracts for the heart game 
•voiding 3 N.T. since North's hand 
Is oljvlously unbalanced. 

West leads the heart Jack. South 
notes one club and two spades 
(probably) as losing tricks. There 
Is a diamond finesse but this will 
be unnecessary if the spades can 
be established, so that one diamond 
and one club may b« pitched on 
the long spades. Ferhtpi the two 
dubi should be ruffed. But then 
East will return the second trump 
and South will be forced to re- 
enter ' with the diamond King to 
draw the last trump and West will 
liush the second diamond through 
before spades are set tip. (Note 
that If North returns a spade after 
trumping the last club West wins 
and forces South with clubi, thus 
establishing the fifth club as a 
defensive trick to defeat the con- 
tract.) 

South'fi best 'plan is therefore lo 
establish the spades. But three 
rounds ol trumps must not be 



West wins but all suits are still 
under double control by South and 
no return can defeat the contract! 

Correct counting and timing win 
more contracts than all cotips and 
fqueozes comblne<l.^.,>j^^:^. , , 




Tailors to 
Gentlemen 

and thtir loni for 
evtr hojf a (sniury 

Suits from $46.50 
Winttr OverceaH frsnf $45.00 

Massanin* FloA 
tieminion Square Buildlni 

1010 St. Catherine Sh W. 

PHONE LA. 1524 
Stfrt tpin dtity a.Jfl f.pi. t* ê p.m. 



REMEM81K- "^AYER. 



rS "MILD" WITH "WETPROOF" PAPER 
DO NOT STICK TO YOUR LIPS. 



TUXEDOS 

DRESS SUITS 



To 

RENT 



M. A. BRODEUR 



Rts. 



f T T T f f f » f I 

;smith-corona: 

► PORTABLE ^ 

TYPEWRITERSl 



34 Notre Dame Egit 

LA. 2776- 

Spaeio/ Price /or 5tudtnt$ 



i A ftwef Ihtsa 
fint machinci ' 
, now tviilibtt 

— Bui 
■ Hurryl 

i i A i 




Smith-Corona Typowritws 

Wm. M. Hall & Co., Reg'd. 

511 McGill Street 
Tel. MA. I29S - - Montreal I 



FOR SALE 

Formal Dress Suit 
Complete 

Worn twice 

New Greatcoat 

Guitar in Case 
Very cheap 

EL. 4824 

9 a.m. to 5 p.m. 



ibiflniilbs,R»iib^ UjUers. 

ALL MAKES REPAIRED 




li-'pili». Vil. 



2(]f^ Discpit to Students. ^ 



PHOTOGRAPHS 



There is an urgent appeal for photographs to be entered in 
this year's ANNUAL. We cannot piossibly produce a large section 
of condid photographs with the few contributions received to 
date. We need photps of every activity in which students are 
Involved :- 

Lectures, library and studies All sports and athletics 
Residences and fraternities — Dances and socials 
Scenic views of the Compus, Dawson College and 
Macdonald College 
Winter carnaval — — ^ — Clubs and soeielies 
All Faculty Graduate — and Undergraduate activities 

All contributors will be invited to the final selection.'Three 
free ANNUALS will be awarded for the best amateur photo- 
graphs. Contributions will be returned after use. All photos will 
be credited in print. 

If you hove the use of a camera, we do need your help and 
interest. Without that \fe can produce virtually nothing. 

Last Accetpance Date — 20th February. Please do send us 
thqse photos. 



I- 



I 



Montreal. Wednesday. February IB, inift 



McGILL D'AILY 



V AGE T n R E E 



McGill Wrestlers Win Five of Eight Title Matches 



Also Competing in 
Springfield Carnival 

Coach Allan TurnbuU's srappIers'iSkeet won his last bout asainst a 
walked oft with five of the eight powerful Champlain opponent, 
individual titles In the Provincial Tex p a w s o n. intercollegiate 

Novice Champioiii-hips held at the jchampion .ns of latt yc;ir. will 
Central Y.M.C.A. Inst iiisht. The i wrestle (or the fir.M time this year, 
mfct is licid once per year and isjas he has juft recuperated from a 
limited to novice wrestlers. knee operation. 



The Redmen who prnvrd vlr.^ 
Inrioul were Harry Blewald, Uii 
Walter, Gus IIemcti«vay. Skcct 
Dorland. Ed Thcriault finished in 
«ccond place, while Fred Sutlie 
waa hurt in hli first match and 
waa unable tn rontinue. Tlie 
matches Involved rllmlnalinc op- 
ponents from each weltht class, 
and proceeding to ficht the win- 
ner in each round. As a result, 
some of (he boys wer< obliced 
to wrestle as often as four and 
five timea durlnr the evening:. 
JOURNEY TO SPRI,NGIv|ELn 
A well rounded McGill squad will 
bf making the trip to .SprinRfield, 
Mas>., where they grapple with the 
Physical Kflucatinn Schnnl. The lat- 
ter rank best amnng New England 
University wrestlers. 

Harry Biewald who has had a 
■ucceistul season to date will re- 
present the Re*dmen at 173 pounds. 
An Intercollogiate heavyweight 
champion the past three years, 
Wally Kowal will also make the 
trip. Wally i.s pirpaiiiis to extend 
his record in the Intcrcollcsiafc 
wrcstliiic mort ulilcli uil! lake 
place in KinKslon. Krb. 2.'). 2fi. 

Don Hiltman, another intercol- 
legiate champion, will weigh in at 
127. having Just returned to the 
ring after having suffered an in- 
jury. 

A fitiali.^1 in la.^t year'.': inter- 
cnlleslalp wicMlins Meet, Eddie 
Thcriaiill. will be pirpared lo take 
on all comers in the 135 pound 
division. 

' Gus Hcmenway boasts an excel- 
lent record going into the Saturday 
bouts, having won against a power- 
ful Dartmouth man and having tied 
In the Champlain Meet held a few 
wcck.-i aR(i. 

A iiewcnnirr In 
favorite p.T>li!iir is 



Filchock Signs 
With Alouettes 

Star quarter-back Frank Fil- 
chock has definitely signed with 
the Montreal Alouettes of the Big 
Four for the coming scaton, it was 
reported last night. Rated as one 
of (he best passers in the game, 
when he played for the New York 
Giants, Filchock has played the 
last two seasons for the Hamilton 
Tigers. 

("oach Lew llayman's arquisi- 
lion iif rilehnrk will add many 
worries In the ones \\r Ohrek 
alrcidy has. as rilnKliii; Franklr 
will cause a lot of trou hie for 
the Hedmen when McGill meets 
the I.arks in the fall. With 
Mlrhoek pllrliinc the passes and 
with ends like Tnnhy, English, 
llnuglas and Taylor lo catch . 
(hem, Obeck will have to develop 
quite a pass defence if he wishes 
(n cope with (he pn(entlal pass> 
inc attack of the Als. 

Kihhock player! rollcKr football 
at Iiuliaiia. lirforc joiiiiiiu the inn- 
fc.'^sidiial ^Va.^hil1Kt(lIl RcdskiiLs and 
then the N'ow York Giants. He was 
considered one of the three best 
pa.s.'-ors in the National League 
when he played with the Giants, 
béin; ranked with Sid Luckman 
and Sammy Brough. 



Athletics Nlte Featurejloxing 



Skiing Events To Get 
Underway Thursday 

• . By BOB GRAHAM. 
The McGill Winter Carnival skit Kelges Jump (o finish off (he four 

meet gets underway this Kriday «Vend of (he Carnival inee(. 

RED RACERS 

morning when fourteen American, ^^^^^^ ^^^^^ ^^^^ 

and Canadian teams tackle the ^j^^^^ ^,p,„p quartette of Jack 
slopes at St. Sauveur. A chartered Griffin, John Turner Bone, Ted 
train will convey all interested Kehoe and Bruce Fleming in the 
students to and from the meet. | downhill and .«lalom events. 

I ,Iack "Porky" Griffin, finest Al- 
pine skier in IntcrcnlleRialc circles, 
I heads cpach Vic Allen's roster in 
this department. Jack recently won 
I the slalom at Banff and copped the 
combined downhill-slalom award at 



The downhill Ls scheduled to be 
run over the tight "St. Sauveur 
Downhill," In the morning, whtle 
sLilnm enthusiasts move over to 
the risht side nf hill 71 in the 
sflemonn. Saturday morning will 
see a twelve kilometer eross- 
rountry rnre at Shawhrlrige, fol- 
lowing which tlie teams will rush 
liark lo M(>nlrr;)l> ( nlc Hcs 



Orr-Men to Meet 
A.A.U. Fighters in 
Eight Bout Spectacle 



to his credit, and only 19 slim 

points behind Bride!. 

Conlronled with all Ihls ev- { 
Idenect the twin bill should j 
prove mn Intereadng and excKlng I 



fea(ure, wKh every (earn Iwttllnff 
either for team or individual 
scoring tiUss, If (he NaTe* crtw 
manage (o eek ou( a win over 
/Continued en Pagt 4.) 



By ART nnONSTEIN 



LOST 

Lo.'l Lady's rhiiieslone bracelet, 
at Pn.^lgraciuatc Stiidcnl.i' Dance on 
Friday evening, in Union Ballroom, 
Finder please leave with George 
at the Tuck Shop. Reward offered. 




IXIE GODEIi 

Neuccnicr to the lanlts of the 
Senior .McGill nednieii who has 
been inipre.'^j.ive during the season 
by virtue of his steady play. 



the Dartmouth Carnival. 

Smooth skiing Bruce Fleming, 
long a top performer in Lauren- 
lian Zone and IntcrpoUegiate rac- 
ing, showed up well under (he stiff 
opposition received by the Redmen 
at Banff. Stylish John Turner Bone, 
who learned his skiing at an early 
age in Shawbridge, is expected to 
be among the fastest men on the 
flag-strewn cour.«c. Ted Kehoe, a 
rugged speed agent, fills out the 
rest of the team. 

Logical contenders for the Red 
and White «kl crown are Darl- 
mnulh, Middlehury, New Hamp- 
shire and McGill. Upsets will 
doubtlessly hr scored by Ihe 
other ten entrants, but if every- 
thing runs true to form these 
four colleges .should be at the 
(op of (he reaulls. 

DARXaiOUTII FAVORED 
The odds (o cop (he even( are 
with coach Waller Prager's Dart- 
mouth crew. The Green and White 
showed (heir winning form when 
(hey defeated (he same field of con- 
testants a( their own Carnival held 
last Week. 



McGill's boxers take to the ring 
once more Thursday at Athlelics 

Night III trading blows with A.A.U. 
stans. This is (he last meet for 
Coach Milt Orr's pugilists prior to 
the Intercollegiate Meet which 
takes place In Kingston. February 
25 and 2fi. A top-tlight card has 
been lined up with extremely cap- 
able opposition being provided for 
the Redmen. 

Johnny Henry will encounter 
Martin Gordon In one nf the main 
bouts nf Ihe evening. Ver.salile 
.lohnny has been Intercnileglate 
champ (he pBS( (wo years in (he 
140 lb. division and will probably 
weigh In at 113 Thursday. Ills 
opponeni, Gordon, won (he novice 
Golden Cloves title last year, rep- 
resenting Grenadier Guards. 
Heney's sharp right Jab will sure- 
ly, ser^'e him in good stead for 
this rugged scarji. 
Doug McLcod, who won his la^t 
two starts in Athletics Night fix- 
tures, is scheduled to trade blows 
with Roland Gauthier of Champê- 
tre. Doug is in top condition and 
should put on quite a performance. 

John Granda returns lo the ring 
wars for the first time since last 
year's Inlercollegiate Mcel, weigh- 
ing 155 lbs., and will swap hooks 



Coming to town with undoubtedly land jabs 
the lincjt record for compctltionlNardonnl, 



with Angelo Nardonnl. 
of Ihc Black Watch, 



NOriCK 

Will the girl who bought 7 tickets' 



LOST 

One gold bracelet 



with 



Krldio Qiiiiur.sial the Alhletio; Office on Friday Saturday night 



in last season's meets is Middle- 
bury College. Coached by Bobn 
Shcehan the Middlebury team was 
.successful in winning the '47 edi- 
rhine-!(jon of s„ri Valley, Dartmouth, 
around ; Middlebury, which was the scene 



-Skrpt Dni l.uifl. r.ili Mrs. Hcndric, PL. 4m. 



Sir Arthur Currie Gym, if found of the I. SU. 
please contact Joan at BU, 2312. j .McGill meets. 



championships, and 



Mid -Win ter 

FINAL CLEARANCE 



WINTER 
OVERCOATS 



LESS 



SUITS 

ODD 
LINES 

SKI • 
CLOTHES 

GLOVES 



VALUES 
TO 

47.50 



33% 
19-95 



331/3 

OFF 

HALF 
PRICE 



SMOKINC, HALF 

JACKETS PRICE 



SCARVES 



Spring Top-Coats 
and Raincoats 



HALF 
PRICE 

331/3 



Custom Tailored Suits 10% Off 



McLaughlin & Harrison 

Custom Tailors & Clothiers 

1461 McGill College Ave. 
LA. 3544 



EVKN80NG 

An iinitatirin iy- extended tn all 
.•\nsiic;in !-lii<lciil:; on the campus to | 
.nttciid EvcnïOiiR at 7..'t() p.m. in ; 
Christ Church Cathednil, Sunday, 
February 20th. Following the .ser- 
vice an informal meeting will be 
held at which Kenneth Bulloclc* will 
speak on: "The Canterbury Club— 
the linic between the Anglican uni- 
versity student and the Church". 



The New Hampshire Wildcats 
have an impre.'sive list o( victories 
tipth this year and last. > 



reached Ihc City and District Box- 
ing Fin.Tls last week and has en- 
countered such well known local 
b.\crs as Frank Bolla and Johnny 
Ravenda, both of whom have seen 
action at previous McGill Athletics 
.NiKhl.«. Granda ton has e.'-tahllsh- 
ed a name for liim.-clf in Intercol- 
legiate boxing circles. Ho was 
middleweight boxing champ at 



U.B.C. two years aze and look 
part in laat year's Intercollegiate 
Meet at McGill. losing a split de- 
cision. 

No newcomer lo McGiil's fistic 
wars, Ernie Laidlaw will weigh in | 
at 160 lbs. when he meets John i 
Fournier of Champêtre, 

Boxing fans will see a heavy- 
weight for tlfe first time in action 
at an Athletics Night whan Neli; 
MacKenzie, 195 Ibi., encounters 
Jimmy Davis. Neil hails from 
Barbadnes and attended Yale last 
year. He is one of the fastest i 
heavy weights McGill his seen in , 
ycar.s. Davis will surely prove j 
rough competition. He won the 
City and District Heayweight 
championship last week and has 
been a Golden Glove Champion 
the last two years, 

Eric noblnson, 147, has been 
selected to go againsl an opponent 
unnamed as yet. This will be his 
first appearance of the year. 

BETWEEN ROUNDS .... Coach 
Milt Orr has had his team plagued 
with injuries during the past week. 
Bob (Slugger) McAllister suffered 
a bruised shoulder and will not be 
able to take part in the Athletics 
Night slugfest. He had been slated 
to oppose Frank Bolla of Grenadier 
Guards, a victim of Orr's blister- 
ing mitts .... Bill Nichols has 
iuffered recurrence of an old war 
injury and will also be out of 
action. It is expected that both he 
and McAllister will recuperate In 
time for the Intercollegiate Meet 
. . . . Paul Nichols has also been 
injured and will be out of action 
for the remainder of the year .... 
Joe Louis is muscling in on our 
racket. It would appear that the 
champ writes a boxing column for 
rome New York' 'ne^^spaper. 



Dawson Hoopsters Tackle Blues 
In Senior M.B.L. Cage Fixture 



The regular Wednesday nighl I Currie Gym tonight, will see the 
basketball twin bill, slated for the j first place Y.M.H.A. Blues tackle 



REMINISCING 




Tlic above cut may well be entitled "H,"! nut of one 
hundred v. omen prefer men who wear hats." Our 
phntngrapher has neglccicd to identify the Queen's 
co-eds pictured with the bewhiskered gent, but we 



sure wish he hadn't, p.S, If you can take your eyes 
ofT the girls for a moment to read this, we wish 
In explain that the photo was taken during last 
season's home feiotball eonleat against Queen's. 



BIG SUCCESS 

Red & White Revue 

Held Over Till Wednesday Night 



Tickeh Available at Door and Union 



Choral Society Elects 
New Executive 

The election of officers of the 
McGill ChorarSociety was held at 
a recent qteeting. The Dew execu- 
tive is: President, Bert McGee, B.A. 
Ill; Vice-Prcs. Marion Fox, B.Sc. 
Ill; Secretary, Mary Ramsay, B.A. 
I; Treasurer, Phillip Aspinal, B.- 
Comm.; Librarian,. Allan Cureton, 
B.A. II;, Publicity. Elizabeth Sum* 

|ner. B.A. II; Frogrami-John Bishop, 
B.A. ni; Social Convenors, Halen 

I Morrison, Physic 11, Ken Scott, B.A. 

The new executive does not be- 
come active until next term, but 
will work with the present execu- 
tive in arranging for the Spring* 
son" concert which is to be held op 
Saturday March 18, in the Currie' 

; Gymnasium. 



the fourth place Dawson College 
entry in the opener, while the Mc- 
Gill Grads, who share the number 
four spot with Bill Naves crew, 
tackle the runner up Grenadier 
Guards in the nitecap, 

DAAVSON INJURY-RIDDEN 
The initial contest, which is slat- 
ed to get underway at 8.00 p.m. 
promises to be a pretty one-aided 
affair, as the Olympic representa- 
tives, Abe Ditkofsky's Y. aggrega 
lion have yet to drop a single dcci 
sion In any of their nine league 
contests to date. To add to Ihis^ 
Bill Naves quintet will be perform- 
ing minus two, and perhaps three 
of their stalwarts. Jumpy Jim Shea, 
who has been a standout all sea 
son, and who showed his worth in 
his freshman year playing for 
Steve Armstrong's ClAU entry, 
will not dress for this evenings fix 
ture, and it is expected that he 
will pot be seen in ihe Red and 
Blue . uniform Ifor the rest of the 
season. 

The other Dawsonlle who will 
not make his appearance against 
. the Y tonlEhl Is dependable 
Bruce Yamashlla. This will be 
(be second fixture that (he dark 
Haired guard has missed, and 
his absinee will be deeply fell by 
the St' Jolut'i erew. The third 
Naveman who may be out of 
acUon for Ihe Y lilt Is Pele Sel- 
mers who Is suffering from a 
knee injury. 

It was learned today from coach 
Naves thaf the sidelining of Seipi- 
ers may not materialize, however, 
sending forth the only ray of hope 
through the gloom that prevails 
over Orlick Gym at the moment. 

BLOOMFIELD VS. BRIOEL 
On the other side of the fence, 
the league leading Blues will be 
out in full force, and the Ditkofsky 
coached squad are expected to 
make the outcome of th« contest 4 
secondary issue. What is expected 
to be foremost in the mJnds of the 
Mount RoyaP avenue aggregation, 
Is the individual scoring race, 
which has materialised into a per- 
sonal duel between Freddie Bridel 
of the Guards, and little "Doodle" 
Bloomfield of the YMltJi. The 
high-scoring Guardsman new holds 
the upper hand in the duel sport- 
ing a thirteen point margin over 
runner up Doodle Bloomfield who 
ha.<; rapped home a totsi of 97 



• Ipoinl.^ fni- hi.' sra.^nn's effort.'. Third 

Bear cub' arc u.-ually horn whil»; in the .'tandinj.'; i.'! Mcndy .Morien 
to UblS^atl^i"'^'' ''^■'•^ aiuas. with W marken, 




This Takes Practice 

Years of it— ond you never finish 
learning. Learning to save is 
much simpler. Good practice is lo 
put Qwoy something out of every 
dollar you receive . . . regularly 
. . , till it becomes a hobit. Try it. 
Today is a good time to start 
your savings account. 

THE ROYAL BANK OF CANADA 

Three branches near McGIU 

Peel ind Sherbrooke — M. H. Robinson, .Ifotiaser 
St. Catherine it McGill College — J. IV. MacDonald, Umagir 
Sherbrooke ft Bleury — J. B. P. RoberUon. Manaatr 




Ym 



Exquisite New Spring Sliq^es ' 

1.40 1.65 1.85 

Intriguiiifft new (ones in sheer, flalterlni; 
Nylons ... (0 harmonize with colors thtt 

will be chic for spring; costumes. Famous 
brands at the 10 smart. Lindor Shops. 

Orient • Gotham • Kayser 

111 ST. CATHHINI W. 
1S0S ST. CATHCRINI W. 
U04 ST. CATHCRINI W. 
ZfZI MASSON STRIET 
IltJ PARJC AVINUE 
37S7 NOTRE DAME W. 
t7SS ST. HUBERT STREET 
ItU MT. ROYAL AVE. E. 
400» WELLINGTON ST. 
• ii'Jl^t.'^- IH THE LAURINTIIN HOTIt 

Yaur niartit Lla4ar S|ioa> 11\ *>■ Callifrlni W., csr. McGIII Colt.gt Ava. 




D.V.A. VETERANS 

EYE GLASSES 

Previously, only one pair of glasses could be ob' 
toined from D.V.A. by a veteran student. 

A recent directive advises, thot if o second exam* 
ination shows the need for a new prescription, a 
second pair may be obtained. 

"The issue of glasses is also a just chorge 
provided they are damaged througli fair , 
wear ond tear." 
The Directive may be seen at the Student Heolth 
Services and Student Counsellors' offices. 

All applications should be mode through the Stu> 
dent Health Services. 

E. CLIFFORD KNOWLES, 

University Choploin & 
Student Ceuniallor. 



PAGE FOUn 



McGI LL DAILY 



Montreal, Wednesday, February IB, 1949 



Peiiiiisylvaiiiaiis Down 
MeGill m Debasing 



The DebHtiiij Icnm from the Uni- 
verilty of Pennsylvania won the 
decision of an overwhelming major- 
ity at the Inter-univercity debate 
held in the New Room at one 
o'clock yesterday. The Resolution 
that "the Frdcral Government 
ihould adopt a policy n( cquallziiiR 
educational opportunity in tax sup- 
ported schools by means nf annual 
SranU" was siipporlcd by McGill 
debaters Charles Pliclan and j„„] "fW c-^cntial if other expend! 
Ballon while it was contested by '"^'^^ ^^'"«^ '° ««'di 
Joyce Callistry and Mord Joffc ^i» Point 



coincide with the wealth o( In- 
dividual states. 

Jon Ballon, the srcond speaker for 
the arfirniallve, objected that au- 
thoritativf; a.-eiimcnts could be 
found that conflicted with those of- 
fered by the first speaker for the 
nesativc. He expressed the belief 
that education was the basis of our 
irlrolosical and ccnnnmic aims, and 
that frdcral expenditure in this 



from Pennsylvania. 

The fir.M speaker for the affirm- 
ative flllcmplrd tn establish the fact 
liiat unequal educational opportun- 
ities existed in the United States. 
He demonstrated the necessity for 
removing this condition, and stated 
that Brants in-aid could come only 
from the Federal Government. 

The first speaker for. the negative, 
Joyce Callistry,- admitted the cdu- 
citinnal ine(|ualltics but she main- 
tained that the affirmative had not 
proved that federal .nid would cor- 
icct the situation and suggested 



that Federal Aid did not involve 
Federal Control, ' as the States 
would be given freedom to apply 
the grants as they saw fit in the 

educational field. 

The second speaker for the nega- 
tive, Mr. Joffc. based his argument 
on the contention that democracy 
implied democracy at the loçal 
level, and asserted the danger of 
federal control, particularly on the 
educational level.' Initiative, res- 
ponsibility, and experimentation, 
would disappear at the local levels, 
especially since lack nf local effort 



Campaign 
GetslOOBooks 



McGiirs total in the March of 
Book.i Campaign was considerably 
swelled last night when over one- 
hundred volumes were turned in at 
the Union Tuck Shop depot. 



CARNIVAL PROGRAM 



Garnirai .Night — (Wed.,'-Feb. 16), 
Mount Royal. Torchlight parade 

starts at TM.") at corner of Cedar 
and Cote des Neiges. 
Opening ceremony. Park slide, 
8:15. No charge except for sleigh 

rides. 



leaves C.N.R. Central Station 
8.00 a.m.; leaves St. Sauveur at 
4:30 a.m. $1.75 return. 
Special rates on towi and meals 
at St. Sauveur. 
Forum Fare — (Frl. Feb. 18), Mont- 
real Forum, 8:15 p.m. Boxci. and 
promenade, $2.00; mezzanine, 
$1.75; amphitheatre, $1.50; circle. 



thatlackof financial resources was 1'" "ece.^sary financial re- 




nuircments tends to cause dctcrior 
ating school-systems. 

Moreover, the speaker main- 
tained, an increase in money does 
not necessarily produce an im- 
proved educational standard. In 
fact, organization is the main dc- 
„nt ,(ect, and Mr. Joffc attempted with 
— I facts and figures to show that a 
state could provide a ' satisfactory 
school system under the present fi- 
nancial system. In closing, he con- 
Q1*IT P p » e lauded that the iiftirmative had 
■ 11 W ,101 shown how sub-standard con- 



not the reason, ^he stated that local 
differences, prejudices, and poor 
organizational structures .explained 
the situation. As far as finances 

venl. the Kpeakcr felt that the Fed- 
eral Govt, was already overburden- 
ed with expenditures and explained 
that rduc.Ttional .■;lnnflarri.'> did 



This consignment is a gift from Athlellca Nlfhl-(Thur.-i„ Feb. 17), 
one- individual who made a^ g.^Q 
thorough survey of his library, and! pg,.,g„ 

p.cked outihose books that he felt|c,^,,.,,-g^, D,y_(Fri., Feb. 18). 

r .^'."«r'r''!î% '''T'""! St. sauveur. The "Ski Special" 
devastated libraries of Europe than' 

in his own bookshelves. 

The gift comes from a McGill 
professor in the' Classiea • depart- 
ment, 'and' Includes books from al- 
most every category In the list of 
suitable types of literature for 
shipment overseas. 

The list includps: Books and 
journa-'l in all languagcs on science, 
technology, literature, the arts, his- 
tory, law, and classics in all sub- 
jects. 

Harry Miller, Chairman of the 
McGill I.S.S. Committee, which is 
handling the campus campaign for 
the March of Books, announced last 
night (hat the drive will' continue 
until the end of the month. 

Over one thousand volumes have 
already been collected on the cam- 
pus and the committee hopes to at 
least double this number before the 
campaign ends. Books will be grate- 
fully accepte^ any time of the day 
at the Union TUck Shop. 



91.00; general admission, !>0 cents 
(or 25 cents plus students cou- 
pon). General tickets snl(l on 
Only 2.300 



night of event only 
tickets available. I 
Ski Jump (Sat, Feb. 10), Cote des! 
Neiges ski -Jump,' 2:18 p.m. SOci 
per person. ' lO 
Grand Carnival BaH— (Sal. Feb 
19). Currie Gym, 8.30 p.m. $1.50 
per person. . . ' 

Tickets are being sold at the j 
Union, Arts building, Engineering; 
building, and the Gym. Downtown 
all tickets except train tickets arc 
being sold at Eaton's, Forum tick- 
ets only are selling at Lord's Sport 
Shop, Joey RIchman's, Jerry Sny- 
der's Sport Shop, ' Hyman's . (St. 
James St.) and Morgan's Sport 
Shop, 




NEIL MACKENZIE 



Dawson — P. 3 



ROMPT & 
U N C T U A L 

RINTERY 



LIMITED 



Wishes you oil kinds 

of success at the 
Winter Carnival. 

E. EARLE POVnER 

362 NOTRE DAME, W. 
LA. 7 18 8 



ditions would be improved by 
money grants. 

Each debater was granted a five 
minute rebulttal period as the Am- 
erican plan of debating was fol- 
lowed. Contrary to the usual pro- 
cedure, the students present de- 
cided the verdict by a show of 
hands. The New Room was nearly 
filled to capacity, and the audi- 
ence manifested great interest in 
j the entire proceeding, by vigorous t„„„d,d now 
I hand-clappings. Many students in 
iihr audience were seen laking 
notes. 



Around the, Campus 



In Snuih Wigston, Leicestershire. 

England, H. Bates, industrialist mls- 

^■""f"", "nd artist, completed his 
l.j.nnnth paintm? before dying 
asrd n-1. recently. 



1 



CAN ENJOY 

COFF£i: — 



AS SERVED 
at the 

Burnside Coffee 

774 Burnside Street 
AND ONLY 



Students Object 
To 'Red' Ban 
At Western U. 

London. — (CUP) — Student in- 
dignation is running high on the 
campus of the University of West- 
ern Ontario over a senate ruling 
which bars Communist .ipeakers. 
Students consider it an "insult to 
our intelliRcnce." 

The action was taken to prevent 
Stanley nyer.son. secretary of the 
Labor Progrb^sive Praty, from ad- 
dressing fourth year economic stu- 
dents. 

In an editorial. The Gazette, ftu- 
dent newspaper, declared: "As stu- 
dents seeking the truth ,wc arc con- 
that botli sides of the 
question are to be denied us. The 
University's motto, 'Veritas et Utili- 
tas,' Is nothing more than mockery 
if the Senate's decision is to stand 
as law." 

Referring to the removal nf C.C.F. 
Club posters from the halls as in- 
dicating the existence of a "poli- 
tically immature personality." The 
Gazette asked, "Would it be im- 
pudent to suggtit that perhaps the 
Senate is tarred with the same 
brush, the hairs of which come 
from the monkey who can see no 
j..evllî" 

^ The Student Council at Western 
|5 sent a letter Wednesday to the 
president, G. E. Hall, censuring the 
I. alleged action of the Senate barring 
I a known Communist, Stanley Ryer- 
' son, from speaking to students at 
an Economics class. 

The letter asks the Senate to "re- 
consider its decision and that . a 
sepcial meeting be called early next 
week at which tiie 'University Stu- 
dent Council be represented." So 
If far President Hall has refused to 
comment and has not yet issued 
any statement. 



HISTORICAL CLUB 

A Join', meeting of the H.V.C. 
Hiatorical Society and the McGill 
Historiral Club will be held on 
r^onday, Feb. 2tst at 8.15 p.m. in 
the R.V.C. Common Room. The 
speaker on this occasion will ' be 
Profc.'sor B. Zaborski who has 
tnosen for his subject "The role of 
History in the Geographical 
.Sciences." 

Now a member of the Geography 
Department' of McGill, Professor 
Zaborski was formerly a professor 
at the Fire University of Warsaw, 
aiid at Cracow. During the* war- he 
was with the Polish. Government in 
exile, and on the staff of the Polish LIBERAL CLUB 



«I 4 p.m, ' 

Those students who would like 
to attend are invited to meet in the 
lobby of ' the Radiation ° Lab, at 
4 p.m. 



HILLEL 

Tickets are -going on sale for the 
Hlilel Dramatic Group Presentation 
of Sholom Aleicliemt "It's Hard to 
be a Jew." this week at Hillel 
House. 3460 Stanley Street. 

Performances will take place 
March IS, 16, »l Victoria " Hall. ^ 

Prices are nominally set at $1.25 0 7 

and 75c. Reserve early and .be sure i^*'"^"'**'' ^ 

of a good seat. , 



the high flying Blues, and the 

Grads fop the ' second' placi! 

Muskelmen, both rrews will 

enter into a three-way tie with . 

the . Guards for the runner up 

slot, by-passing the idle third 
rung Miss Montreal Aggregation. 

Aside from thl^ struggle for 
team (.landings, the spectators will 
be witnessing the sudden death 
kiruggie between "Doodle' Bloom- 
ti*ld and Freddie Bridci for top 
honours in the individual scoring 
race, a spectacle which should pro- 
vide sufficient excitement in it- 
self. .- • 



ment that Communistic influence 
In NFCUS was negligible. Since .it 
was evident that there was no 
political discussion at NFCUS con- 
ferences^ they agreed -that it was 
•lot worthwhile to make a formal' 
leply to the charKc. 

Jerry MacDonald of the Univer- 
sity of British Columbia, western i 
legionel vice-president of NFCUS 
replied personally to the charge of 
communist infiltration Into NFCUS. 
He said "It is obvious that who- 
ever is supposed to have infiltrated 
nto NFCUS has failed because we 
certainly have not seen any signs 
nf inliltration." Mr. McDonald con- 
linued. "Someone was obvjously 
bragging to his superiors." 

The discussion arose out of a re- 
port .iir Saturday Night of Dr. 
Kirkconnell's speech In which Kirk- 
connell i.- reported as having made 
accusation." of strong communistic 
infiltratior. into University circles 
with special reference to the Uni- 
versities of Toronto and McGill. 



The iVcGiU Liberal Club will 
hold its regular weekly n^ecting 
today at 1 00 p.m. in the New Room 
of the Union, under the chairman- 
:.hip of Ted Hugessen. The topic of 
discussion at this meeting will be 
iomc of the section of the Liberal i"'"" January 2, 
f'arty's program which was adopt- •'"'"•^ 



ed at the Party's summer convcn- ""^-^ Performing in Compton 



Universitv College in London. 

All histcry students, as well as 
those who are interested in the 
«ubject, ate cordially invited. After 
the meeting, refreshments will [be 
served. 

NEURO liOCIETY 
The next meeting of the Society 

will be a Clinical meeting and will 
:.e held in the Amphitheatre at the 
r.l.N.I. on Wednesday, February 
IGlh, 1940, at 5 p.m. The program 
will be as follows: 

1. Shutting the eyes on life: Dr. 
A. V. Bird, Dr. D. McEachern. 

2. Case for Diagnosis: Dr. A. El- 
vidgc 

NEn'.tIAN CLUB 

Father Emmetl Carter continued 
his series of lectures on Theology car engine ' these cold January 
at Newman House Monday evening 'f**'*, "l"* «"ent danger 

, . , I lies in wait for the unwary motor- 

.vnen he spoke on The Loss _o£||,t ^ho closes the garage doors 
iupcrnatiiral Life and its Restera-, when the motor is running. Car- 
tion" P"" monoxide, generated by the 

motor, kills without warning. Keep 
super- your garage doors open or your 



day afternoon broadcasts over the 
CBC network. * 
Miss Marr, who hesitates to use 
her married name because of an- 
other Frances Adaskin.in the fam- 
ily, is also a Canadian. Born in 
Ridgeto^n, Ontario, she .studied 
music in Paris and Toronto. 
The couple has been' on tour 
and will' not re- 
March 5, Today 



McGill Fencers Face 
Toronto Varsity Crew 

This Saturday's "miniature 
athletic night," will feature a 
fencing tournament between Me- 
Gill and the University of Tor- 
onto. This will be the seventh 
annual competition and the Red-, 
men will be going all out to . re- 
capture the honors 'which they 
lost last year. McGill has won 
four out of the last tsix. tourna- 
ment!'. 

Coach George Tully Is very 
confident of this year'.i> team and 
is fortunate in having the serv- 
ices of George Pouliot wh is 
the Dominion fencing champion. 
Pouliot also represented Canad.-i 
at last year's Olympics. The 
other capable members of the 
team are Mike Elwoods, Hank 
Lehnen, Condoza ,Eakins. The 
tournament will be staged in the 
R.W.F. room. 



M.O.C. TRIP 

Ogilvie Lake will be the 
dcitinalion for all you ski 
fans this Sunday. The four- 
teen mile trip will start at 
10.00 a.m. from the M.O.C. 
house in Shawbridge. John 
Bishop is in charge of the trip 
and if vou plan to go. take the 
fl.20 train from Windsor Sta- 
tion and you assure yourself 
of a day of fun in the M.O.C. 
way. . 




EXPORT 



CANADA'S FINEST 
'■ - CIGARETTE 



lion at Ottawa. ' ■ 

Thif meeting will be open to all 
members of the Club and members 
are urged by the Club Executive to 
bring along their friends and ac- 
qualntance? who are interested in 
;earning something more nf the 
Liberal Parly's principles and 
policick. 



tomorrow in Montreal, and Friday 



.\II qrou'lng children need vita- 
min D each day, all year "round. 
.\nd they need it especially thee 



:n Kitchener. Ontario. On former,' horl, dark winter days. Vitamin D 
Canadian and American tours they' is " '^"'f prevcnlalive medicine 
were received very well, earning 'fS"'nst riekel.s, a rii.cease which nf- 
Piaudits from the New York Times hundreds of Canadian chil- 

dren each year. Vitamin D is 



and other reviewers, and this per- 
formance promises to be up to for- 
mer standards. 



cheap and ea.«y to obtain. It is not. 
found in sufficient quantities in 
ordinary diet. 



It's « chilly work adjusting the' 



The ierturer atated that 
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When high prices are denting | 
your food budget, the 'lower-priced | 
cuts of meat offer an opportunity 
,tor a substantial saving. Right near 
the top .of the low-price list is 
stewing beef. It's cheap to buy, 
easy to prepare, and tlie taste...! 
^^ And to top it off, in the stew you 
' save all the vitamins and minerals 
ordinarily lost in the cooking. lU 
nourishing and delicious. 



natural life gives us the power, of 
possessing God in Himself and that 
that power can be lost only through 
mortal sin." He also stated that 
"supernatural life once lost can be 
regained only by the gift of per- 
fect contrition. A contritition in 
which we are sorry that we offend 
ed God and not because we fear 
the consequences of our action." 

Next Monday, at 8 p.m., the 
lectures, will continue and Father 
Carter wiil speak on "Adam and 
Eve and Us." ' 

CHORAL SOCIETY 

Regular practice today. All mem- 
bers and ex-members who plan to 
be on nand at the Forum to sing 
the "Nutci acker" on Friday are re- 
minded that music and passes to 
the Forum will.be distributed to 
nayi.Con.c early please. Records of 
the Christmas concert will also be 
leady today. .con)e with your cash 
please. 



engine turned off. 



N.F.C.U.S. Executive 
Denies 'Red' Label 

(By Canadian University Prrssi ! 
In reply to the article in Satur-| 
day Night wherein NFCUS was' 
burported to be a predominantly i 
Red group, the Executive of 
NFCUS were in unanimous agree- 



McClLL PLACEMENT 
SERVICE 
SUSIMER REGISTRAHON 
Registration for summer em- 
ployment will continue inde- 
finitely and will take place 
only during the hours of 2- 
S p.m. 



SPECIAL OFFER 
TO STUDENTS 

Remingfon Deluxe 
.Portable 

New Two -Toned 
Grey Finish 

$79.50 

HOME ELECTRIC 
SUPPLY CO. 

4534 Park Avenue 
DO. 9723 



Catapult gangs have broken so 
many street lamp bulbs that Fins- 
bury, North 'London, schoolchildren 
are tn be lectured on the 'cost to 
mtepayers of wanton ^magel' ' 



ARTS & SCIENCE 
UNDERGRADUATE SOCIETY 

NominoHpns ore colled for the foilfiwing positions:. 

President (Male Undergraduate, In Third Year) 
1st Vice-President (Female, Second Yeor) 
2nd Vice-President (Mole, Second Year) 
Corresponding Secretory (Female,. First Year) ' 
Recording Secretary (Feniale, First Year) 
Treasurer (Male, Fourth Year) 
Intramural Athletics Representatives (Male) 
• (Two arc needed, both male, one in Science, 
^ one in Arts, from any yeor) 

(^Ibminotions must be signed by at least ten regular Under- 
^ graduates in the Faculty of Arts & Science. 

Nominations must be turried in to Tom Adorns in the Arts 
Building not loter thon riodn" Wednesday/ March 2,' 1949 

Elections will be held on Wednesday, March 9th, 1949. 



McGILL BAND 

The last practice for the Forum 
ice show, will be held tonight in 
the Armoury of the Canadian Gre 
nadier Guards at 4171 Esplanade 
Aye.; ft 7.45. No' student wiil be 
allowed to enter the Forum on ^ri 
day night as a memlter of the band 
unless he attends the practice to- 
night. 

___ f 
MINING SOCIETY 
\ The pictures for today's film pro 
;gram are two in number. "Rain- 
I bow's End" is a technicolor picture 
\ on - prospecting in Northern Opt- 
|arlo. It 15 not a technical picture 
I but is ai> informative one of gen- 
eral Interest. ' "This Changing 
World" is a picture put out by the 
Internstienai Nickel Company. ' 

The limr nf showing is 1.00 p.m 
today Wednesday February H, 
{ 1949; the place is Room 102 of the 
Chemistry and Mining Building. Alt 
' persons interested are welcome. 

CHRISTIAN FEUOn'SRIP ' 

On Thursday, Feb. 17. Mt*. J. Ed- 
win Orr; M>L, D.D., M.TIÎ, Ph.D., 
Will be' the speaker at a lUiiche'on 

llo be held at Student House, 3445 
Peel Mreet at 1.00 p.m. Those who 

I would like to come are asked to 
sign tLe l:5l at Student House; if it 
is alrvsdy 'lull come at 1.30 to hear 

,;ne speaker. 

IWLM SOCIETT 

I In keeping with the Winter Car- 

■nival atmosphère the Film Society 
is presenting a program of .films 
on winter sports, at the lUiual time, 
■') ' p.m. on Thursday, Feb. 17 in 

: Boom. 230,. ;Bio. BIdg. : , • ., 



{iCIK.NCF, cum 
The Woman'.* Scicnre Club will 

vi,«il Ihr Rariiiilinn Laboratory and 
.Nuclear Chemistry Laboratory this 
I afternoon. Wednesday. Feb.. iStb, 




